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i. . -REGISTRO ELECTORAL”- HAS ANNOflNCED THAT 
TOTAL "BOMBER VOTERS ELIGIBLE TO VOTE IB SEPTEMBER ■ 
ELECTION APPROXIMATELY 3 ,5S0 t : 0B0. y TOTAL ;.OE .4 J9 ,433 
(215,794 FEMALE AID 203,639 MALE) HEW VOTERS . 

REGISTERED BETWEEN 2 NOVEMBER 1968. AND '6 MAY 19 70; 
HOWEVER, 80,000 OF THE; "NEW ’ INSCRIPTIONS REPRESENT 
TRANSFERS.. APPARENTLY THIS NUMBER OF TRANSFERS IS 
UNUSUALLY HIGH,. A® THE' ELECTORAL REGISTRY HAS I IN- 
DICATED THEYWILLBE RE-EXAMINED WITH- THE. HELP OF 1 
ITS IBM .SYSTEM..., 
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